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By 


Treasury Department, 


BURNRAU OF TEIK MINT, 





Washington, Y Z, ao ROOTHARY.. 28hecu, 1889 


Hon. Daniel i. Fox, 
Superintendent, U.8.° Mint, 
Philadelphia, Pa. 


Hereafter, in cases of transfer of siiver coin for re-coinage, if 
any Silver dollars aré included I will thank you to have them examined 
as to date of coinage, that is whether they were coined priar to the 
passage of the act: of February 28, 1878 or since that: date, for the 
reason that silver dollars coined prior to 1878 are not included in the 
estimated stock of silver dollars in the United States as set forth in 
the reports of this Bureau. while silver dollars coined since that date 
are.’ 

It is therefore important. to know how many siiver dollars coined 


since 1878 are melted for re-coinage at the mints. 


Respectfully yours, — 
1 as ea 
‘ —— 


age 
oe the Mint. 
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NARA RG104, Entry 1, Box 155 


[Abstract:] Relative to silver dollars coined since 1878... 
EOL. 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
February 1, 1889 


Hon. Daniel M. Fox, 
Superintendent, U.S. Mint, 
Philadelphia, Pa. 


Sir: 


Hereafter, in cases of transfer of silver coin for re-coinage, if any silver dollars are 
included I will thank you to have them examined as to date of coinage, that is, whether they were 
coined prior to the passage of the act of February 28, 1878 or since that date, for the reason that 
silver dollars coined prior to 1878 are not included in the estimated stock of silver dollars in the 
United States as set forth in the reports of this Bureau while silver dollars coined since that date 
are. 


It is therefore important to know how many silver dollars coined since 1878 are melted 
for re-coinage at the mints. 


Respectfully yours, 
James P. Kimball 
Director of the Mint. 


